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Supersedes All Previous Price Sheets — Applies to Catalog No. 166 and Supplements 





GUARANTEE: Built of the finest materials by craftsmen 
of long experience, all Xcelite tools are unreservedly guar¬ 
anteed for one year against defects in materials and work¬ 
manship. Any tool which proves defective in either respect 
will be replaced without charge. Tool failure caused by 
abuse or mishandling is not covered by this guarantee. 

INSULATED ITEMS: For plastic-insulated fixed handle 
screwdriver blades and nutdriver shanks, add $.40 each. 


PRICE LIST SYMBOLS AND ABBREVIATIONS: 


(*) 

Indicates item or set furnished 

on individual 


display card with full-view, 
plastic cover. 

transparent 

(PC) 

Pocket clip. 


(HS) 

Hollow shaft. 


(CG) 

Cushion Grip. 


(R&P) 

Reed and Prince. 


(NP) 

No Penalty. 



WAREHOUSE STOCKS in Dallas, Denver, Kansas City, Sparks (Nevada) and Toronto (Canada). 




XCELITE INCORPORATED / Factory and General Office: Orchard Park, New York 14127 • (716) 662-4461 



professional hand tools 


NATIONWIDE AVAILABILITY THROUGH LOCAL DISTRIBUTORS 



Cat. 

No. 

Price 

Each 

Std. 

Pkg. 

Qty. 

Description 

Page 

or 

Sheet 

No. 

Cat. 

No. 

Price 

Each 

Std. 

Pkg. 

Qty. 

5 

1.50 

10 

5/32" Hex nutdriver 

10 

99-PS-40 

12.38 

1 

6 

1.50 

10 

3/16" Hex nutdriver 

10 

99PS41MM 

12.38 

1 

7 

1.50 

10 

7/32" Hex nutdriver 

10 

99PS42BR 

18.13 

1 

8 

1.50 

10 

1/4" Hex nutdriver 

10 

99-PS-50 

15.25 

1 

9 

1.50 

10 

9/32" Hex nutdriver 

10 

99PS51MM 

14.90 

1 

10 

1.50 

10 

5/16" Hex nutdriver 

10 

99-PS-60 

12.38 

1 

11 

1.50 

10 

11/32" Hex nutdriver 

10 

99-PV-4 

4.60 

1 

12 

1.50 

10 

3/8" Hex nutdriver 

10 

99-PV-6 

6.40 

1 

14 

1.85 

10 

7/16" Hex nutdriver 

10 

99-S-8 

.90 

5 

16 

1.85 

10 

1/2" Hex nutdriver 

10 

99-S-10 

.90 

5 

31V. M 

1.60 

10 

Metric nutdriver (PC) 

10 

99-S-12 

.90 

5 

3.5MM 

1.60 

10 

Metric nutdriver (PC) 

10 

99-SL 

6.50 

1 

4MM 

1.60 

10 

Metric nutdriver 

10 

99-SL-OO 

1.10 

5 

4.5MM 

1.60 

10 

Metric nutdriver 

10 

99-SL-O 

1.10 

5 

5MM 

1.60 

10 

Metric nutdriver 

10 

99-SL-l 

1.10 

5 

5.5MM 

1.60 

10 

Metric nutdriver 

10 

99-SL-2 

1.10 

5 

6MM 

1.60 

10 

Metric nutdriver 

10 

99-SL-3 

1.10 

5 

7MM 

1.60 

10 

Metric nutdriver 

10 

99-SM 

46.50 

1 

8MM 

1.60 

10 

Metric nutdriver 

10 

99-SMK 

4.75 

1 

9MM 

1.60 

10 

Metric nutdriver 

10 

99-X-2 

1.75 

5 

10MM 

1.95 

10 

Metric nutdriver 

10 

99-X-5 

1.60 

5 

11MM 

1.95 

10 

Metric nutdriver 

10 

99-X-10 

1.75 

5 

12MM 

2.25 

10 

Metric nutdriver (HS) 

10 

99-1 

1.20 

5 

13MM 

2.25 

10 

Metric nutdriver (HS) 

10 

99-1-R 

8.25 

5 

14MM 

2.25 

10 

Metric nutdriver (HS) 

10 

99-2 

1.15 

5 

15MM 

2.50 

10 

Metric nutdriver (HS) 

10 

99-3 

1.10 

5 

16MM 

2.50 

10 

Metric nutdriver (HS) 

10 

99-4 

1.60 

5 

17MM 

2.50 

10 

Metric nutdriver (HS) 

10 

99-4-R 

8.25 

5 

3-17MM 

34.25 

1 

18 pc. Metric nutdriver set 

S-2 

99-5 

1.10 

5 

4-13MM 

17.45 

1 

10 pc. Metric nutdriver set 

S-2 

99-6 

1.10 

5 

25 

1.15 

10 

Regular combination handle 

18 

99-7 

1.10 

5 

26 

1.10 

10 

Stubby combination handle 

18 

99-8 

1.10 

5 

32-H 

6.20 

5 

Seizer 5" straight (*) 

23 

99-9 

1.10 

5 

33-H 

6.40 

5 

Seizer 5" curved (*) 

23 

99-10 

1.10 

5 

35-M 

173.25 

1 

Screwdriver merchandiser 

SA-2 

99-11 

1.10 

5 

37-M 

538.00 

1 

Screwdriver/nutdriver merchandiser 

SA-1 

99-12 

1.10 

5 

40-10-C 

6.38 

5 

10" Adjustable wrench 

23 

99-14 

1.35 

5 

40-10-CG 

6.90 

5 

10" Adjustable wrench 

23 

99-16 

1.35 

5 

40-12-C 

9.20 

5 

12" Adjustable wrench 

23 

99-4MM 

1.20 

5 

40-12-CG 

9.86 

5 

12" Adjustable wrench 

23 

99-4.5MM 

1.20 

5 

41-CG 

4.56 

5 

4" Midget long nose plier (*) 

21 

99-5MM 

1.20 

5 

42-H 

6.20 

5 

Seizer 6" straight (*) 

23 

99-5.5MM 

1.20 

5 

43-H 

6.40 

5 

Seizer 6" curved (*) 

23 

99-6MM 

1.20 

5 

44-C 

4.32 

5 

4" Adjustable wrench (*) 

23 

99-7MM 

1.20 

5 

44-CG 

4.70 

5 

4" Adjustable wrench (*) 

23 

99-8MM 

1.20 

5 

46-C 

4.38 

5 

6" Adjustable wrench (*) 

23 

99-9MM 

1.20 

5 

46-CG 

4.76 

5 

6" Adjustable wrench (*) 

23 

99-10MM 

1.50 

5 

48-C 

5.00 

5 

8" Adjustable wrench (*) 

23 

99-11MM 

1.50 

5 

48-CG 

5.39 

5 

8" Adjustable wrench (*) 

23 

99-20 

1.00 

5 

51 

Discontini 

ed 

6 Vz" Long nose plier w/side cutter 

21 

99-21 

1.00 

5 

51-CG 

5.63 

5 

bVz" Long nose plier w/side cutter (*) 

21 

99-22 

1.00 

5 

52 

Discontini 

ed 

6 Vz" Long nose plier 

21 

99-23 

1.00 

5 

52-CG 

4.44 

5 

6*&" Long nose plier (*) 

21 

99-24 

1.00 

5 

53-CG 

4.58 

5 

7" Utility plier (*) 

21 

99-25 

1.00 

5 

54 

Discontini 

ed 

4" Midget diagonal plier 

20 

99-26 

1.00 

5 

54-CG 

4.98 

5 

4" Midget diagonal plier (*) 

20 

99-30 

5.70 

1 

55 

Discontini 

ed 

5" Diagonal plier 

20 

99-38 

2.75 

5 

55-CG 

5.10 

5 

5" Diagonal plier (*) 

20 

99-39 

3.50 

5 

56-CG 

5.24 

5 

6" Needle nose plier (*) 

21 

99-61 

1.00 

5 

58-CG 

6.74 

5 

6" Radio & TV plier (*) 

21 

99-62 

1.00 

5 

59-CG 

5.54 

5 

8" Chain nose plier 

20 

99-63 

1.00 

5 

60-CG 

5.52 

5 

6" Side cutting plier (*) 

21 

99-64 

1.00 

5 

62-CG 

6.14 

5 

6" Transverse cutting plier (*) 

21 

99-65 

1.00 

5 

63 

Discontini 

ed 

10" Utility plier 

21 

99-66 

1.00 

5 

63-CG 

6.21 

5 

10" Utility plier 

21 

99-67 

1.00 

5 

64-CG 

6.36 

5 

4" Electronic diagonal plier (*) 

Supl. 

99-68 

1.00 

5 

66-CG 

5.54 

5 

6" Diagonal plier (*) 

20 

99-69 

1.00 

5 

67 

Discsntini 

ed 

7" Diagonal plier, heavy duty- 

20 

99-70 

1.10 

5 

67-CG 

5.54 

5 

7" Diagonal plier, heavy duty 

20 

99-71 MM 

r \ r \ iom ra 

1.20 

5 

68-CG 

6.65 

5 

8" Side cutting plier 

21 

99-72MM 

1.20 

5 

69-CG 

8.12 


5" Miniature radio & TV plier (*) 

22 

99-73MM 

1.20 

5 

70-CG 

5.28 

5 

5" Miniature flat nose plier (*) 

22 

99-74MM 

1.20 

5 

71-CG 

6.06 

5 

4 V 2 " Miniature round nose plier (*) 

22 

99-75MM 

1.20 

5 

72-CG 

5.66 

5 

5" Miniature chain nose plier (*) 

22 

99-76MM 

1.20 

5 

73-CG 

7.71 

5 

4*6" Miniature oblique tip cut. plier (*) 

22 

99-77 MM 

1.20 

5 

74-CG 

7.31 

5 

4" Miniature diagonal plier (*) 

22 

99-83 

1.85 

5 

75-C 

2.60 

5 

5" Comb, plier, chrome plated (*) 

20 

99-84 

1.85 

5 

76-C 

2.70 

5 

6" Comb, plier, chrome plated (*) 

20 

99-250 

1.10 

5 

76-S 

1.68 

5 

6" Comb, plier, satin finish (*) 

20 

99-312 

1.10 

5 

78-C 

3.20 

5 

8" Combination plier, chrome plated 

20 

99-716 

1.75 

5 

86-CG 

4.85 

5 

bVz" Electronic snip (*) 

20 

99-764 

1.00 

5 

99-JR 

14.25 

1 

Tool kit 

15 

99-811 

1.10 

5 

99-K 

1.88 

1 

Case only for 99PR 

15 

99-816 

1.75 

5 

99-KJR 

1.88 

1 

Case only for 99JR 

15 

99-821 

1.10 

5 

99-LN 

7.75 

1 

Allen type hex driver kit 

16 

99-822 

1.10 

5 

99-MP 

48.75 

1 

Tool kit 

14 

99-964 

1.00 

5 

99-MPK 

5.75 

1 

Case only for 99MP 

14 

110 

1.75 

10 

99-PAL 

3.50 

5 

1 ea., 99-716 & 99-816 on card 

Supl. 

112 

5.15 

1 

99-PD 

55.95 

1 

99 Series parts display 

— 

112-1 

.60 

10 

99-PR 

16.00 

1 

Tool kit 

15 

112-2 

.60 

10 


Description 


Allen type hex compact set 
Metric Allen type compact set 
Beryllium copper Allen type comp. 
Screwdriver/nutdriver compact set 
Metric nutdriver compact set 


Page 

or 

Sheet 

No. 


17 

S-2 


set 


S-l 


17 


S-2 


Bristol spline compact set 
Slotted screwdriver set 
Slotted & Phillips screwdriver set 
1/4" Hex stubby nutdriver shank 
5/16" Hex stubby nutdriver shank 


17 

17 

17 

15 

15 


3/8" Hex stubby nutdriver shank 
Scrulox screwdriver kit 
#00 Scrulox screwdriver blade 
#0 Scrulox screwdriver blade 
#1 Scrulox screwdriver blade 

#2 Scrulox screwdriver blade 
#3 Scrulox screwdriver blade 
Service master tool kit 
Case only for 99SM 
1/4" Square drive 99 adapter 


15 

16 
15 
15 
15 

15 

15 

14 

14 

Supl. 


4" Extension 
7" Extension 
Regular handle 
Ratchet handle 
Junior handle 


15 

15 

15 

Supl. 

15 


Stubby handle 
Tee handle 
Ratchet Tee handle 
5/32" Hex nutdriver shank 
3/16" Hex nutdriver shank 


15 

15 

Supl. 

15 

15 


7/32" Hex nutdriver shank 
1/4" Hex nutdriver shank 
9/32" Hex nutdriver shank 
5/16" Hex nutdriver shank 
11/32" Hex nutdriver shank 


15 

15 

15 

15 

15 


3/8" Hex nutdriver shank 
7/16" Hex nutdriver shank 
1/2" Hex nutdriver shank 
4MM Hex nutdriver shank 
4.5MM Hex nutdriver shank 


15 

15 

15 

15 

15 


5MM Hex nutdriver shank 
5.5MM Hex nutdriver shank 
6MM Hex nutdriver shank 
7MM Hex nutdriver shank 
8MM Hex nutdriver shank 


15 

15 

15 

15 

15 


9MM Hex nutdriver shank 
10MM Hex nutdriver shank 
11MM Hex nutdriver shank 
.050" Allen hex type blade 
1/16" Allen hex type blade 


15 

15 

15 

15 

15 


5/64" Allen hex type blade 

3/32" Allen hex type blade 

1/8" Allen hex type blade 

5/32" Allen hex type blade 

3/16" Allen hex type blade 


15 

15 

15 

15 

15 


Allen hex type set (blades only) 
1/8" - 3/8" Reamer 
1/4" - 1/2" Reamer 
.048" 4-flute Bristol spline blade 
.060" 6-flute Bristol spline blade 


15 

15 

15 

15 

15 


.069" 4-flute Bristol spline blade 

.072" 6-flute Bristol spline blade 

.076" 4-flute Bristol spline blade 

.096" 6-flute Bristol spline blade 

.111" 6-flute Bristol spline blade 


15 

15 

15 

15 

15 


.145" 6-flute Bristol spline blade 
.183" 6-flute Bristol spline blade 
Awl-scriber 

1.27MM Allen hex type blade 
1.5MM Allen hex type blade 


15 

15 

15 

15 

15 


2MM Allen hex type blade 

2.5MM Allen hex type blade 

3MM Allen hex type blade 

4MM Allen hex type blade 

5MM Allen hex type blade 


15 

15 

15 

15 

15 


3/16" - 9/32" Frearson rev.blade (R&P) 
3/16" - 5/32" Clutch reversible blade 
1/4" Slotted screwdriver blade 
5/16" Slotted screwdriver blade 
7/16" Palnut external hex driver 


15 

15 

15 

15 

Supl. 


7/64" Allen hex type blade 
3/16" Slotted screwdriver blade 
1/2" Palnut external hex driver 
#1 Phillips screwdriver blade 
#2 Phillips screwdriver blade 


15 

15 

Supl. 

15 

15 


9/64" Allen hex type blade 
Distributor Tool (*) 

Carburetor & distributor tool (*) 

1/8" Allen hex type blade for #112 
Hooded screwdriver bit for #112 


15 

13 

13 

13 

13 

















Cat. 

No. 

Price 

Each 

Std. 

Pkg. 

Qty. 

Description 

Page 

or 

Sheet 

No. 

Cat. 

No. 

Price 

Each 

Std. 

Pkg. 

Qty. 

Description 

Page 

or 

Sheet 

No. 

127-TB 

11.25 

1 

Nutdriver set 

11 

G-3324 

1.45 

10 

3/32"x4" Clutch screwdriver 

7 

137-TB 

12.75 

1 

Nutdriver set 

11 

G-5166 

2.65 

5 

5/16"x6" Clutch screwdriver 

7 

147-TB 

14.90 

1 

Nutdriver set 

11 

G-5324 

1.75 

10 

5/32"x4" Clutch screwdriver 

7 

150 

7.31 

1 

Leather tool holster 

23 

GB-1 

1.85 

10 

3/16"-5/32" Rev. Clutch s.d. blade 

18 

157 

11.50 

1 

7 pc. nutdriver set — plastic case 

S-3 

GB-2 

1.85 

10 

5/16"- 1/4" Rev. Clutch s.d. blade 

18 

167 

12.35 

1 

7 pc. nutdriver set — plastic case 

S-3 

GS-1 

1.60 

10 

3/16"-5/32" Stubby Rev.Clutch s.d.blade 

18 

177 

12.80 

1 

7 pc. nutdriver set — plastic case 

S-3 

HS-6 

1.70 

10 

3/16" Hex nutdriver (HS) 

10 

181-20 

12.25 

1 

20 R181 on display card 

SA-3 

HS-7 

1.70 

10 

7/32" Hex nutdriver (HS) 

10 

332-20 

12.25 

1 

20 R3322 on display card 

SA-3 

HS-8 

1.70 

10 

1/4" Hex nutdriver (HS) 

10 

600 

2.85 

10 

4-Way pocket tool (*) 

19 

HS-9 

1.70 

10 

9/32" Hex nutdriver (HS) 

10 

1001 

18.60 

1 

14 Pc. 1/4" Drive Socket Set 

Supl. 

HS-10 

1.70 

10 

5/16" Hex nutdriver (HS) 

10 

1006 

.68 

5 

3/16" 6 Pt. Reg. socket 1/4" Drive 

Supl. 

HS-11 

1.70 

10 

11/32" Hex nutdriver (HS) 

10 

1007 

.68 

5 

7/32" 6 Pt. Reg. socket 1/4" Driv* 

Supl. 

HS-12 

1.70 

10 

3/8" Hex nutdriver (HS) 

10 

1008 

.68 

5 

1/4" 6 Pt. Reg. socket 1/4" Drive 

Supl. 

HS-13 

1.95 

10 

13/32" Hex nutdriver (HS) 

10 

1009 

.68 

5 

9/32" 6 Pt. Reg. socket 1/4" Drive 

Supl. 

HS-14 

1.95 

10 

7/16" Hex nutdriver (HS) 

10 

1010 

.68 

5 

5/16" 6 Pt. Reg. socket 1/4" Drive 

Supl. 

HS-15 

1.95 

10 

15/32" Hex nutdriver (HS) 

10 

1011 

.68 

5 

11/32" 6 Pt. Reg. socket 1/4" Drive 

Supl. 

H5-16 

1.95 

10 

1/2" Hex nutdriver (HS) 

10 

1012 

.68 

5 

3/8" 6 Pt. Reg. Socket 1/4" Drive 

Supl. 

HS-17 

2.05 

10 

17/32" Hex nutdriver (HS) 

10 

1014 

.68 

5 

7/16" 6 Pt. Reg. socket 1/4" Drive 

Supl. 

HS-18 

2.05 

10 

9/16" Hex nutdriver (HS) 

10 

1016 

.68 

5 

1/2" 6 Pt. Reg. socket 1/4" Drive 

Supl. 

HS-19 

2.30 

10 

19/32" Hex nutdriver (HS) 

10 

1308 

.68 

5 

1/4" 10 Pt. Reg. socket 1/4" Drive 

Supl. 

HS-20 

2.30 

10 

5/8" Hex nutdriver (HS) 

10 

1310 

.68 

5 

5/16" 10 Pt. Reg. socket 1/4" Drive 

Supl. 

HS-22 

3.50 

5 

11/16" Hex nutdriver (HS) 

10 

1400 

7.00 

1 

4V2" Revers. Ratchet Handle, 1/4" Drive 

Supl. 

HS-24 

3.50 

5 

3/4" Hex nutdriver (HS) 

10 

1402 

1.13 

5 

2" extension 1/4" Drive 

Supl. 

HS-6-18 

19.90 

1 

Nutdriver set 

11 

1405 

1.88 

1 

Spinner Handle 1/4" Drive 

Supl. 

HSC-1 

14.75 

1 

Nutdriver set 

S-4 

A-6 

2.05 

10 

3/16" Hex extra long nutdriver (HS) 

10 

K-22 

3.89 

5 

Electrician's Knife (*) 

23 

A-7 

2.05 

10 

7/32" Hex extra long nutdriver (HS) 

10 

LN-11 

16.50 

1 

Allen hex type screwdriver kit 

7 

A-8 

2.05 

10 

1/4" Hex extra long nutdriver (HS) 

10 

LN-20 

1.30 

10 

.050"x4" Allen hex type screwdriver 

7 

A-9 

2.05 

10 

9/32" Hex extra long nutdriver (HS) 

10 

LN-21 

1.30 

10 

1/I6"x4" Allen hex type screwdriver 

7 

A-10 

2.05 

10 

5/16" Hex extra long nutdriver (HS) 

10 

LN-22 

1.30 

10 

5/64"x4" Allen hex type screwdriver 

7 

A-ll 

2.05 

10 

11/32" Hex extra long nutdriver (HS) 

10 

LN-23 

1.30 

10 

3/32"x4" Allen hex type screwdriver 

7 

A-12 

2.05 

10 

3/8" Hex extra long nutdriver (HS) 

10 

LN-24 

1.40 

10 

l/8"x4" Allen hex type screwdriver 

7 

AA-8 

6.00 

5 

1/4" Hex super long nutdriver (HS) 

Supl. 

LN-25 

1.40 

10 

5/32"x6" Allen hex type screwdriver 

7 

AA-10 

6.00 

5 

5/16" Hex super long nutdriver (HS) 

Supl. 

LN-26 

1.40 

10 

3/16"x6" Allen hex type screwdriver 

7 

BR-144 

2.75 

10 

l/4"x4" Round Beryllium screwdriver 

S-l 

LN-27 

1.60 

10 

7/32"x6" Allen hex type screwdriver 

7 

BR-146 

3.30 

10 

l/4"x6" Round Beryllium screwdriver 

5 

LN-28 

1.60 

10 

l/4"x6" Allen hex type screwdriver 

7 

BR-148 

3.60 

10 

l/4"x8" Round Beryllium screwdriver 

5 

LN-764 

1.30 

10 

7/64"x4" Allen hex type screwdriver 

7 

BR-181 

.80 

10 

l/8"xl" Round Beryllium screwdriver 

5 

LN-964 

1.40 

10 

9/64"x4" Allen hex type screwdriver 

7 

BR-184 

1.50 

10 

l/8"x4" Round Beryllium screwdriver 

S-l 

MPC-6 

44.00 

1 

Miniature plier display carrying case 

— 

BR-186 

1.55 

10 

l/8"x6" Round Beryllium screwdriver 

5 

P-3 

.95 

10 

3/32" Hex nutdriver (PC) 

10 

BR-1810 

1.80 

10 

l/8"xl0" Round Beryllium screwdriver 

5 

P-4 

.95 

10 

1/8" Hex nutdriver (PC) 

10 

BR-3164 

2.25 

10 

3/16"x4" Round Beryllium screwdriver 

S-l 

P-5 

.95 

10 

5/32" Hex nutdriver (PC) 

10 

ER-3168 

3.00 

10 

3/16"x8" Round Beryllium screwdriver 

5 

P-6 

.95 

10 

3/16" Hex nutdriver (PC) 

10 

BRHS-6 

4.00 

10 

3/16" Hex Beryllium nutdriver (HS) 

S-l 

P-7 

.95 

10 

7/32" Hex nutdriver (PC) 

10 

BRHS-8 

4.00 

10 

1/4" Hex Beryllium nutdriver (HS) 

S-l 

P-8 

.95 

10 

1/4" Hex nutdriver (PC) 

10 

BRHS-10 

4.25 

10 

5/16" Hex Beryllium nutdriver (HS) 

S-l 

P-9 

.95 

10 

9/32" Hex nutdriver (PC) 

10 

BRHS-11 

4.38 

10 

11/32" Hex Beryllium nutdriver (HS) 

S-l 

P-10 

.95 

10 

5/16" Hex nutdriver (PC) 

10 

BRHS-12 

4.75 

10 

3/8" Hex Beryllium nutdriver (HS) 

S-l 

P-11 

.95 

10 

11/32" Hex nutdriver (PC) 

10 

BRHS-14 

5.63 

10 

7/16" Hex Beryllium nutdriver (HS) 

S-l 

P-12 

.95 

10 

3/8" Hex nutdriver (PC) 

10 

BRHS-16 

6.25 

10 

1/2" Hex Beryllium nutdriver (HS) 

S-l 

P-12-S 

.80 

10 

#0 Phillips x 2" screwdriver (PC) 

6 

BRHS6-16 

34.75 

1 

Above seven nutdrivers in clear front case 

S-l 

P-12-S-20 

16.50 

1 

20 P-12-S on display card 

SA-3 

BRLN-20 

1.75 

5 

.050"x4" Allen hex Beryllium s.d. 

S-l 

P-18 

.80 

10 

.028" Midget hex screwdriver 

S-4 

BRLN-21 

1.75 

5 

1/I6"x4" Allen hex Beryllium s.d. 

S-l 

P-19 

.80 

10 

.035" Midget hex screwdriver 

S-4 

BRLN-22 

1.75 

5 

5/64"x4" Allen hex Beryllium s.d. 

S-l 

P-20 

.80 

10 

.050" Midget hex screwdriver 

S-4 

BRLN-23 

1.75 

5 

3/32"x4" Allen hex Beryllium s.d. 

S-l 

P-21 

.80 

10 

1/16" Midget hex screwdriver 

S-4 

BRLN-24 

2.00 

5 

l/8"x4" Allen hex Beryllium s.d. 

S-l 

P-22 

.80 

10 

5/64" Midget hex screwdriver 

S-4 

BRLN-25 

2.25 

5 

5/32"x4" Allen hex Beryllium s.d. 

S-l 

P-23 

.80 

10 

3/32" Midget hex screwdriver 

S-4 

BRLN-26 

2.50 

5 

3/16"x4" Allen hex Beryllium s.d. 

S-l 

P-24 

.80 

10 

1/8" Midget hex screwdriver 

S-4 

BRLN-764 

2.00 

5 

7/64"x4" Allen hex Beryllium s.d. 

S-l 1 

P-30-8 

29.00 

1 

30 P-8 on display card 

SA-3 

BRLN-964 

2.25 

5 

9/64"x4" Allen hex Beryllium s.d. 

S-l 

P-764 

.80 

10 

7/64" Midget hex screwdriver 

S-4 

BRLN-990 

19.50 

1 

Above nine sizes, roll-up plastic case 


PL-17 

102.12 

1 

Plier, Seizer & Snip display 

569 

BRX-100 

1.13 

10 

#0 Phillips x 2" Beryllium screwdriver 

S-l 

PN-716 

1.75 

10 

7/16" External hex nutdriver 

10 

BRX-101 

2.80 

10 

#1 Phillips x 3" Beryllium screwdriver 

S-l 

PS-7 

7.13 

10 

Screwdriver/nutdriver compact set 

12 

BRX-102 

3.00 

10 

#2 Phillips x 4" Beryllium screwdriver 

S-l 

PS-44 

7.25 

10 

Scrulox screwdriver compact set 

12 

BRX-103 

6.12 

5 

#3 Phillips x 6" Beryllium screwdriver 

S-l 

PS-88 

7.45 

10 

Screwdriver compact set 

12 

BRX-104 

8.25 

5 

#4 Phillips x 8" Beryllium screwdriver 

S-l 

PS-89 

7.25 

10 

Hex type screwdriver compact set 

S-4 

C-6 

1.37 

5 

3/16" Hex nutdriver shank (HS) 

S-4 

PS-120 

10.25 

10 

Nutdriver compact set 

12 

C-8 

1.62 

5 

1/4" Hex nutdriver shank (HS) 

S-4 

PS-187 

52.15 

1 

PS set display 

569 

r in 

1.62 

5 

C / I Up V m it HkIv/ok chanl/ f U C ) 

C A 






C-ll 

1.62 

5 

j/ 10 ncx nuiunver bnctriK \no) 

11/32" Hex nutdriver shank (HS) 

J “4 

S-4 

SCREWDRIVER REPLACEMENT PARTS FOR PS-7 & PS-88 

C-12 

1.62 

5 

3/8" Hex nutdriver shank (HS) 

S-4 

P-0 

.80 


#0 Phillips 

12 

C-14 

1.87 

5 

7/16" Hex nutdriver shank (HS) 

S-4 

P-1 

1.05 


#1 Phillips 

12 

C-16 

1.87 

5 

1/2" Hex nutdriver shank (HS) 

S-4 

P-2 

1.20 


#2 Phillips 

12 

C-18 

2.00 

5 

9/16" Hex nutdriver shank (HS) 

S-4 

P-141 

1.05 


1/4" x 1" screwdriver 

12 

C-25 

1.12 

5 

Handle, for C-6 thru C-18 

S-4 

P-181 

.60 


1/8" x 1" screwdriver 

12 






P-3161 

.95 


3/16" x 1" screwdriver 

12 

CK-2 

5.25 

1 

Reversible blade screwdriver kit 

19 

P-3321 

.60 


3/32" x 1" screwdriver 

12 

CK-3 

6.88 

1 

Reversible blade screwdriver kit 

19 

P-5321 

.70 


5/32" x 1" screwdriver 

12 

CK-5 

10.25 

1 

Ppwprcihlp hlaHp c/*kp\a/HkSy/pk Ht 

19 






CK-20 

5.25 

1 

i\cvcr oiuic uiauc oLicwur iver ml 

Reversible blade screwdriver kit 

19 

R-142 

1.40 

10 

l/4"x2" Round blade screwdriver 

4 

CK-23 

6.88 

1 

Reversible blade screwdriver kit 

19 

R-144 

1.65 

10 

l/4"x4" Round blade screwdriver 

4 

CR-1 

2.65 

10 

Reversible blade screwdriver 

19 

R-146 

1.80 

10 

l/4"x6" Round blade screwdriver 

4 

CR-2 

2.65 

10 

Reversible blade screwdriver 

19 

R-148 

1.90 

10 

l/4"x8" Round blade screwdriver 

4 

CR-3 

2.65 

10 

Reversible blade screwdriver 

19 

R-181 

.60 

10 

l/8"x2" Round blade screwdriver (PC) 

4 

CS-1 

2.50 

10 

Stubby reversible blade screwdriver 

19 

R-182 

.70 

10 

l/8"x2" Round blade screwdriver 

4 

CS-2 

2.50 

10 

Stubby reversible blade screwdriver 

19 

R-183 

.65 

10 

l/8"x3" Round blade screwdriver (PC) 

4 

EM-32 

506.00 

1 

Electronic Merchandiser 

SA-5 

R-184 

.80 

lo 

l/8"x4" Round blade screwdriver 

4 

GM-32 

562.25 

1 

General Auto/Ind. Merchandiser 

SA-5 

R-184Ms 

.70 

10 

l/8"x4" Round blade screwdriver (PC) 

4 

G-146 

2.15 

10 

l/4"x6" Clutch screwdriver 

7 

R-186 

.90 

10 

l/8"x6" Round blade screwdriver 

4 

G-183 

1.45 

10 

l/8"x3" Clutch screwdriver 

7 

R-188 

1.05 

10 

l/8"x8" Round blade screwdriver 

4 

G-3164 

1.75 

10 

3/16"x4" Clutch screwdriver 

7 

R-388 

2.90 

5 

3/8"x8" Round Blade screwdriver 

4 






















Cat. 

No. 

Price 

Each 

Std. 

Pkg. 

Qtv. 

Description 

Page 

or 

Sheet 

No. 

i, Cat. 

No. 

Price 

Each 

Std. 

Pkg. 

Qty. 

Description 

Page 

or 

Sheet 

No. 

R-1410 

2.00 

10 

l/4''xlO"Round blade screwdriver 

4 

SL-1 

1.55 

10 

#1 Scrulox screwdriver 

7 

R-1810 

1.20 

10 

l/8"xlO"Round blade screwdriver 

4 

SL-2 

1.55 

10 

#2 Scrulox screwdriver 

7 

R-3163 

1.15 

10 

3/16"x3" Round blade screwdriver 

4 ; 

SL-3 

1.55 

10 

#3 Scrulox screwdriver 

7 

R-3164 

1.25 

10 

3/ 16"x4" Round blade screwdriver 

4 

SRX-33 

9.20 

l 

6 pc. rd. blade & Phillips s.d. set 

S-3 

R-3166 

1.40 

10 

3/16"x6" Round blade screwdriver 

4 

SX-101 

1.25 

10 

#1 Phillips stubby screwdriver 

6 

R-3168 

1.55 

10 

3/16"x8" Round blade screwdriver 

4 

SX-102 

1.40 

10 

#2 Phillips stubby screwdriver 

6 

R-3322 

.60 

10 

3/32"x2" Round blade screwdriver (PC) 

4 

TA-2 

.55 

10 

Torque amplifier handle 

12 

R-3323 

.65 

10 

3/32"x3" Round blade screwdriver (PC) 

4 

TLN-11 

16.50 

1 

Tee-handle Allen hex type s. d. kit 

Supl. 

R-3324 

.70 

10 

3 32"x4" Round blade screwdriver (PC) 

4 

TLN-20 

1.30 

10 

.050"x4" T-handle Allen hex type s.d. 

Supl. 

R-3810 

3.15 

5 

3/8"xlO ,/ Round blade screwdriver 

4 

TLN-21 

1.30 

10 

l./16"x4" T-handle Allen hex type s.d. 

Supl. 

R-5164 

1.85 

10 

5/ 16"x4" Round blade screwdriver 

4 

TLN-22 

1.30 

10 

5,/64"x4" T-handle Allen hex type s.d. 

Supl. 

R-5166 

2.00 

10 

5/16"x6" Round blade screwd. iver 

4 

TLN-23 

1.30 

10 

3/32"x4" T-handle Allen hex type s.d. 

Supl. 

R-5168 

2.15 

10 

5/16"x8" Round blade screwdriver 

4 

TLN-24 

1.40 

10 

l/8"x4" T-handle Allen hex type s.d. 

Supl. 

R-5323 

.90 

10 

5 32"x3" Round blade screwdriver 

4 

TLN-25 

1.40 

10 

5/32"x4" T-handle Allen hex type s.d. 

Supl. 

R-5324 

.90 

10 

5/32"x4" Round blade screwdriver 

4 

TLN-26 

1.40 

10 

3/16"x4" T-handle Allen hex type s.d. 

Supl. 

R-5325 

.95 

10 

5/32"x5" Round blade screwdriver 

4 

TLN-27 

1.60 

10 

7/32"x4" T-handle Allen hex type s.d. 

Supl. 

R-5328 

1.20 

10 

5/32"x8" Round blade screwdriver 

4 

TLN-28 

1.60 

10 

l/4"x4" T-handle Allen hex type s.d. 

Supl. 

R-31610 

1.80 

10 

3 16"xl0"Round blade screwdriver 

4 

TLN-764 

1.30 

10 

7/64"x4" T-handle Allen hex type s.d. 

Supl. 

RB-1 

1.55 

10 

#1 Phillips & 3/16" slot. rev. s.d. blade 

18 

TLN-964 

1.40 

10 

9/64"x4" T-handle Allen hex type s.d. 

Supl. 

RB-2 

1.55 

10 

#2 Phillips & 1/4" slot. rev. s.d. blade 

18 

TW-32 

.90 

10 

1/4" Terminal wrench (PC) 

23 

RB-3 

1.55 

10 

#3 Phillips & 5/16" slot. rev. s.d. blade 

18 

TW-140 

.95 

10 

5/16" Terminal wrench (PC) 

23 

RB-12 

1.80 

10 

#1 Phillips & #2 Phillips rev. s.d. blade 

18 

X-100 

.90 

10 

#0 Phillips x 2" screwdriver 

6 

RP-101 

1.35 

10 

3/16"x3" Frearson (R&P) screwdriver 

6 

X-101 

1.35 

10 

#1 Phillips x 3" screwdriver 

6 

RP-102 

1.70 

10 

l/4"x4" Frearson (R&P) screwdriver 

6 

X-102 

1.65 

10 

#2 Phillips x 4" screwdriver 

6 

RP-103 

2.40 

10 

5/16"x6" Frearson (R&P) screwdriver 

6 

X-103 

2.40 

10 

#3 Phillips x 6" screwdriver 

6 

RP-104 

3.00 

5 

3/8"x8" Frearson (R&P) screwdriver 

6 

X-104 

3.00 

5 

#4 Phillips x 8" screwdriver 

6 

S-6 

1.30 

10 

3/16" Hex stubby nutdriver 

10 

X-108 

1.60 

10 

#1 Phillips x 6" screwdriver 

6 

S-8 

1.30 

10 

1/4" Hex stubby nutdriver 

10 

X-1010 

2.00 

10 

#1 Phillips x 10" screwdriver 

6 

S-10 

1.30 

10 

5/16" Hex stubby nutdriver 

10 

X-1020 

2.25 

10 

#2 Phillips x 10" screwdriver 

6 

S-ll 

1.30 

10 

11/32" Hex stubby nutdriver 

10 

X-2020 

3.75 

5 

#2 Phillips x 20" screwdriver 

S-3 

S-12 

1.30 

10 

3/8" Hex stubby nutdriver 

10 

XL-3 

.56 

5 

.050" Allen hex type driver bit 

Supl. 

S-141 

1.05 

10 

l/4"xl 1/4" Stubby sq. blade s.d. 

5 

XL-4 

.56 

5 

1/16" Allen hex type driver bit 

Supl. 

S-142 

1.45 

10 

l/4"x 2" Square blade screwdriver 

5 

XL-5 

.56 

5 

5/64" Allen hex type driver bit 

Supl. 

S-144 

1.70 

10 

l/4"x 4" Square blade screwdriver 

5 

XL-6 

.56 

5 

3/32" Allen hex type driver bit 

Supl. 

S-146 

1.85 

10 

l/4"x 6" Square blade screwdriver 

5 

XL-7 

.56 

5 

7/64" Allen hex type driver bit 

Supl. 

S-148 

2.00 

10 

l/4"x 8" Square blade screwdriver 

5 

XL-8 

.56 

5 

1/8" Allen hex type driver bit 

Supl. 

S-388 

3.25 

5 

3/8"x 8" Square blade screwdriver 

5 

XL-9 

.56 

5 

9/64" Allen hex type driver bit 

Supl. 

S-1424 

4.50 

5 

l/4"x24" Square blade screwdriver 

5 

XL-10 

.56 

5 

5/32" Allen hex type driver bit 

Supl. 

S-3161 

.95 

10 

3/16"xl 1/4" Stubby sq. blade s.d. 

5 

XL-12 

.56 

5 

3/16" Allen hex type driver bit 

Supl. 

S-3163 

1.25 

10 

3/16"x 3" Square blade screwdriver 

5 

XL-14 

.56 

5 

7/32" Allen hex type driver bit 

Supl. 

S-3164 

1.40 

10 

3/16"x 4" Square blade screwdriver 

5 

XL-16 

.56 

5 

1/4" Allen hex type driver bit 

Supl. 

S-3166 

1.55 

10 

3/16"x 6" Square blade screwdriver 

5 

XL-17 

.56 

5 

1/4" slotted tip driver bit 

Supl. 

S-3168 

1.75 

10 

3/16"x 8" Square blade screwdriver 

5 

XL-18 

.56 

5 

5/16" Allen hex type driver bit 

Supl. 

S-3812 

4.25 

5 

3/8"xl2" Square blade screwdriver 

5 

XL-19 

.56 

5 

3/8" slotted tip driver bit 

Supl. 

S-3818 

4.75 

5 

3/8"xl8" Square blade screwdriver 

5 

XL-20 

.72 

5 

#1 Phillips driver bit 

Supl. 

S-5161 

1.05 

10 

5/16"xl 1/4" Stubby sq.blade s.d. 

5 

XL-21 

.72 

5 

#2 Phillips driver bit 

Supl. 

S-5162 

1.60 

10 

5/16"x 2" Square blade screwdriver 

5 

XL-24 

.64 

5 

1/4" square adapter bit 

Supl. 

S-5164 

1.85 

10 

5/16"x 4" Square blade screwdriver 

5 

XL-25 

.56 

5 

3/16" slotted tip driver bit 

Supl. 

S-5166 

2.10 

10 

5/16"x 6" Square blade screwdriver 

5 

XL-27 

1.56 

1 

Midget Ratchet handle 

Supl. 

S-5168 

2.30 

10 

5/16"x 8" Square blade screwdriver 

5 

XL-50 

1.88 

1 

Hex spinner handle w/%" drive 

Supl. 

S-7166 

3.75 

5 

7/16"x 6" Square blade screwdriver 

5 

XL-70 

14.60 

1 

19 pc. Midget Ratchet Offset set 

Supl. 

S-31610 

2.10 

10 

3/16"xl0" Square blade screwdriver 

5 

XL-75 

4.64 

1 

5 pc. Midget Ratchet Offset kit 

Supl. 

S-51610 

2.65 

10 

5/16"xl0" Square blade screwdriver 

5 

XST-100 

1.00 

10 

#0 Phillips x 2" s.d. spec, treated tip 

S-4 

S-51612 

3.15 

5 

5/16"xl2" Square blade screwdriver 

5 

XST-101 

1.50 

10 

#1 Phillips x 3" s.d. spec, treated tip 

S-4 

S-71612 

4.50 

5 

7/16"xl2" Square blade screwdriver 

5 

XST-102 

1.85 

10 

#2 Phillips x 4" s.d. spec, treated tip 

S-4 

S-71618 

5.25 

5 

7/16"xl8" Square blade screwdriver 

5 

XST-103 

2.65 

10 

#3 Phillips x 6" s.d. spec, treated tip 

Supl. 

SB-1 

1.45 

10 

#1 Phillips & 3/16" slotted rev. sd blade 

18 

XST-104 

3.30 

10 

#4 Phillips x 8" s.d. spec, treated tip 

Supl. 

SB-2 

1.45 

10 

#2 Phillips & 1/4" slotted rev. sd blade 

18 

XST-108 

1.80 

10 

#1 Phillips x 6" s.d. spec, treated tip 

Supl. 

SD-3 

2.10 

10 

1 ea. R181, R3322, P12S on card 

N668 

XST-1010 

2.25 

10 

#1 Phillips x 10" s.d. spec, treated tip 

S-4 

SDR-11 

7.10 

1 

5 pc. rd. blade s.d. set, plastic case 

S-3 

XST-1020 

2.50 

10 

#2 Phillips x 10" s.d. spec, treated tip 

S-4 

SDS-44 

9.70 

1 

5 pc. sq. blade s.d. set, plastic case 

S-3 

YA-516 

1.50 

5 

5/16" Yankee adapter 

15 

SDX-22 

8.10 

1 

5 pc. Phillips s.d. set, plastic case 

S-3 

YA-516 D 

3.90 

1 

5/16" Yankee adapter & n.d. set (*) 

15 

SK-20 

4.35 

1 

Stubby reversible blade s.d. kit 

19 

YA-732 

1.50 

5 

7/32" Yankee adapter 

15 

SL-00 

1.55 

10 

#00 Scrulox screwdriver 

7 

YA-732-D 

3.90 

1 

7/32" Yankee adapter & n.d. set (*) 

15 

SL-0 

1.55 

10 

#0 Scrulox screwdriver 

7 

YA-932 

1.50 

5 

9/32" Yankee adapter 

15 






YA-932-D 

3.90 

1 

9/32" Yankee adapter & n.d. set (*) 

15 


CARDED SCREWDRIVERS, NUTDRIVERS AND PS SETS IN PRE-FORMED PLASTIC BLISTER 

Available in standard packages of 10 each 


Cat. 

No. 

Price 

Each 

Cat. 

No. 

Price 

Each 

Cat. 

No. 

Price 

Each 

Cat. 

No. 

Price 

Each 

Cat. 

No. 

Price 

Each 

Cat. 

No. 

Price 

Each 

Cat. 

No. 

Price 

Each 

Cat. 

No. 

Price 

Each 

5/C 

1.63 

A- 8/C 

2.18 

HS-10/C 

1.83 

LN- 26/C 

1.53 

R- 146/C 

1.93 

R-5168/C 

2.27 

S-3168/C 

1.88 

XST-101/C 

1.63 

6/C 

1.63 

A- 9/C 

2.18 

HS-ll/C 

1.83 

LN- 27/C 

1.73 

R- 148/C 

2.03 

R-5323/C 

1.03 

S-5162/C 

1.73 

XST-102/C 

1.98 

7/C 

1.63 

A-10/C 

2.18 

HS-12/C 

1.83 

LN- 28/C 

1.73 

R- 182/C 

.83 

R-5324/C 

1.03 

S-5164/C 

1.98 

XST-108/C 

1.93 

8/C 

1.63 

A-ll/C 

2.18 

HS-14/C 

2.08 

LN-764/C 

1.43 

R- 184/C 

.93 

R-5325/C 

1.08 

S-5166/C 

2.23 



9/C 

1.63 

A-12/C 

2.18 

HS-16/C 

2.08 

LN-964, C 

1.43 

R- 186/C 

1.03 

R-5328C 

1.33 

S-5168/C 

2.43 



10/C 

1.63 

CR-l/C 

2.78 

HS-18/C 

2.18 

PS- 7/C 

7.25 

R- 188/C 

1.18 

S- 142/C 

1.58 

SD-3/C 

2.10 



11/C 

1.63 

CR-2/C 

2.78 

LN- 20 C 

1.43 

PS- 44/C 

7.38 

R-3163/C 

1.28 

S- 144/C 

1.83 

X-100/C 

1.03 

Items below 

12/C 

1.63 

CR-3/C 

2.78 

LN- 21/C 

1.43 

PS- 88/C 

7.58 

R-3164/C 

1.37 

S- 146/C 

1.98 

X-101/C 

vy i AO /O 

1.48 

5 Per Package 

14/C 

1.98 

HS- 6/C 

1.83 

LN- 22/C 

1.43 

PS- 89 C 

7.38 

R-3166/C 

1.53 

S- 148/C 

2.13 

X-102/C 

1.78 



16/C 

1.98 

HS- 7/C 

1.83 

LN- 23/C 

1.43 

PS-120/C 

10.37 

R-3168 C 

1.68 

S-3163/C 

1.38 

X-103/C 

2.53 

99-1-R/C 

8.38 

A- 6/C 

2.18 

HS- 8/C 

1.83 

LN- 24 C 

1.53 

R- 142/C 

1.53 

R-5164/C 

1.98 

S-3164/C 

1.53 

X-108 C 

1.73 

99-4-R/C 

8.38 

A- 7/C 

2.18 

HS- 9/C 

1.83 

LN- 25 C 

1.53 

R- 144/C 

1.78 

R-5166/C 

2.12 

S-3166/C 

1.68 

XST-100/C 

1.13 

99-PAL/C 

3.50 


XCELITE INCORPORATED 

Factory and General Office: Orchard Park, New York 14127 • (716) 662-4461 






































